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[Abstract:] Relative to Gas Plants. 

American Gas Furnace Company, 

New York, 

August 22, 1891 

Col. O.C. Bosbyshell. 

Superintendent of the Mint, 

Philadelphia 

Dear Sir: 

Thanking you sincerely for your kind favor of the 21st, permit me to assure you that the 
matter of safety has already received the critical investigation of expert Insurance men, and that I 
will be able to demonstrate it to your satisfaction, or that of any experts you may appoint. 

The Plant at the S.S. White Dental Mfg. Co. will be exactly such as you would require, 
except in size, and when completed I will at once advise you. I propose to have it in running 
order the latter part of September, and hope that you will then give the matter a thorough 
investigation. A number of Furnaces to be seen by this plant are of the kind you would use, and 
enable me to demonstrate their perfect adoptability for your work. 

Thanking you again. Colonel, for the lively interest you have manifested in my work, and 
assuring you that I am confident of my ability to be of service to you in improving the efficiency 
of the Melting and Annealing Departments, while materially lessening the fuel cost, I remain. 

Very Respectfully and Truly, 

Yours 

E.P. Reichhelm 



